Newark INTERNATIONAL BASEBALL CLUB, Inc. 
RUPPERT STADIUM 


EDWARD G. BARROW, PRESIDENT Wilson Avenue Newark, N. d. 


GEORGE M. WEISS, Vice Presinent 
RAY L. KENNEDY, Business MANAGER 


July 28, 1939 


Mrs. Effa Manley 
Newark Eagles 

101 Montgomery street 
Newark, New Jersey. 


pear Mrs. Manley; 


Beg to advise we have taken care of 


thes matter of Clyde Langford with the Oity Hospital 


through our insurance carriers ths Interboro Mutual 
Indemnity vompany. 


Very truly yours, 


4}, 4 IAAL ma 
kyle T 


